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UNCLASSIFIED 

PAGE 01 KABUL 04740 I2I4I2Z 
ACTION OES-07 


Message Text 


INFO OCT-OI NEA-11 ISO-00 INT-05 CCO-00 PASO-00 /024W 

032137 I2I455Z/64 

R 120934Z JUN 78 
FM AMEMBASSY KABUL 
TO SECSTATE WASHDC 8507 


UNCLAS KABUL 4740 


FOR JON PETERSON, ALBUQUERQUE SEISMOLOGICAL LAB 
USGS KIRKLAND AFB, EAST ALBUQUERQUE, NM 87115 

E.O. 11652: N/A 
TAGS: TPHY, AF 

SUBJECT: REPLACEMENT PARTS KABUL SEISMIC STATION 


1. SCHRODER REPORTS RECEIVING SHIPMENTS EOR 
SEISMOLOGICAL STATION WITH SHIPPING DATES OF FEBRUARY 16, 
MARCH 15, APRIL 6, MAY 3, MAY 4, AND MAY 5. HOWEVER, 

MARCH 15 SHIPMENT WAS INCOMPLETE. THIRTY MAILING 
TUBES WERE RECEIVED, BUT 30 REELS OF MAGNETIC TAPE 
DID NOT ARRIVE IN THE SHIPMENT. 


2. SCHRODER NOW NEEDS: (1) GE 63 BULB FOR WWSSN DRUM; 

(2) WWSSN PHOTOGRAPHIC PAPER; AND (3) DEVELOPER. HE WOULD 
ALSO LIKE EOR A TECHNICIAN TO VISIT AEGHANISTAN SOON 
FOR MAINTENANCE OF THE EQUIPMENT. 

ELIOT 


NOTE BY OC/T: PASSED TO ABOVE ADDRESSEE. 


UNCLASSIFIED 


NNN 
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